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grossertem Wertbe von m -divergiren. Icb babe bekanntlicb 
diese Art der Entwickelung gar nicht angewandt, sondern von 
.Annaberung zu Annaberung die erbaltenen Storungen in die 
G-leicbungen substituirt. Dieses Verfabren babe ich so lange 
fortgesetzt, bis das Resultat der letzten Annaberung bis auf 
kleine Brucbtbeile von Secunden dem Resultat der vorletzten 
Annaberung gleicb wurde. Icb babe dazu nur 12 oder 13 
Annaberungen notbig gehabt.” 


Results of the Observations of Small Planets, made at the 
Royal Observatory, Greenwich, in the month of April, 

i8 S 9 - 

(Communicated by the Astronomer Royal,) 


Astroea ©. 


Mean Solar Time of Observation. 

Apparent It. A. 

Apparent N.P.D. 

1859^ April 15 

h m 8 

10 0 30*0 
™ 9 35 2 7’7 

b m b, 

II 34 36*27 

0 / # 

80 29 56*18 

21 

m 33 9**8 

80 20 52*40 


Flora 

©• 


Meam SdlarTime.of Observation. 

Apparent It.A. 

Apparent N.P.D. 

1859, April 21 

b. m s 

14 I 4 2 *3 

b m s 

16 0 7-54 

O A // 

102 l8 27*00 


Metis 



Mean Solar Time of Observation. 

Apparent E.A. 

Apparent N.P.D. 

1859, April 4 

b m s, 

13 561 9 - 9 

b in s 

H 47 4 2 *79 

O / a 

IOO 46 57*58. 

6 

13 47 0-7 

14 46 15-17 

IOO 41 2 I *96 

13 

13 13 46^ 

14 40 31-16 

IOO 20 22*62 

15 

13 4 7*3 

14 38 43-79 

100 14 3*47 


Prene 

@. 


Mean Solar Time of Observation* 

Apparent It.A. 

Apparent N.P.D. 

1859, April 5. 

b m b 
ii 40 3.6*5 

b- m s 

14 35, 33-65 

0 / # 

6 

11 35 5°*4 

12 34 43-41 

76 3 15-56 


CaIMppe 

Mean Solar Time of Observation. Apparent It. A. 

b hl. a b. m s- 

1859, April 6 U 12 50-3. 3,2 n. 3ST4-5> 

9; 5 & 437 Ij2[ 9 20*21 


Apparent N.P.D. 
/ a 

71 35 47*99, 
71 34 43 * 9 2 
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Occultation of Saturn. 
Themis ©. 


Mean Solar Time of Observation. Apparent R. A. 

h m s h m s 

1859, April 6 12 50 55-6 13 50 0*94 

7 12 46 15*8 13 49 16*92 


Apparent N.P.D. 

O / a 
IOI 5 6*93 

IOI I 1.2*28 


Bellona @. 


Mean Solar Time of Observation. Apparent R. A. 

h m s h m s 

1859, April 6 13 54 21*5 14 53 37*24 

21 12 44 53*1 14 43 5*72 


Apparent N.P.D. 

o / a 

92 46 14*98 
91 13 46*98 


j Europa 


Mean Solar Time of Observation. Apparent R.A. 

h m s h m s 

1859, April 21 14 3 41*3 16 2 6*87 


Apparent N.P.D. 

o / M 

100 27 35*69 


Observations of the Occultation of Saturn by the Moon , made 
at the Royal Observatory , Greenwich , 1 ^9, May 8. 

{Communicated by the Astronomer Royal.) 



Greenwich Mean Solar Time of Obs. 

Phenomenon. 

Hour 

and 

Min. 

Seconds observed by 


M. 

G. 

D. 

E. 

C. 

L. 

First Contact with Ring 

h m 

8 18 

s 

55*3 

8 

59 ’° 

s 

s 

55-6 

8 

58-9 

s 

First Contact with Ball 

8 18 




59-6 



Total Disapp. of Ball 

8 19 

33 ‘ 2 


27*6 

33'5 

3 2 '4 


Total Disapp. of Ring 

8 19 

42*4 

4 r 5 

42*6 

4 2 '9 

42*2 


First Reapp. of Ring 

9 

14*0 






First Reapp. of Ball 

9 J 7 

3 2 -*9 


30*3 




Last Contact with Ball 

9 17 



55*3 

* 

5**3 


Last Contact with Ring 

9 18 

21*8 

21*0 

22*2 

20*9 

20*8 

24*8 


Notes by Mr. Main [M.].— The instrument used was the 
Sheepshanks’ equatoreal; for the disappearance the eye-piece 
used was No. 4 with a high power,, probably about 300; for 
the reappearance No. 1 was used, power about 100. The only 
points of interest noticed were, first, that at the disappearance 
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